Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 2/1/2011 1:57:36 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: Door Not Locking 


Jim, 

1 notified the lock shop you were having problems with the lock and they were going to send Dave out. Has he been 
there yet? 

Stephen 

Stephen Lobik 
Capital Project Manager 
Facilities Planning Division 
University of Massachusetts 
(I) 413-545-6516 

(F) 413-545-3684 
slobik@fadLumass.edu 

From: Lobik Stephen 

Sent: Monday, January 31, 2011 11:01 AM 
To: ’Hanchett, James (DPH)’ 

Subject: RE: Door Not Locking 

Jim., 

I will stop by the lock shop to see if they are in, 

Stephen 

Stephen Lobik 
Capital Project Manager 
Facilities Planning Division 
University of Massachusetts 
(T) 413-545-6516 

Hi 

(F) 413-545-3684 
slobik@faciL umass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 

Sent: Monday, January 31, 2011 9:40 AM 
To: Lobik Stephen 
Subject: Door Not Locking 

Hi Steve, 
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We have a problem with the new door in N251. It does not lock all the time. We need this fixed ASAPH! Can you 
expedite this? 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
Cell^^^^^H 
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